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April 1980 


75 Pens 
Page 1-A 


NIB ASSEMBLT 

(Nib ikK Gold, other Plastic) 
Factory assembled only 

Point Sizes: Accountant 62, Extra-Fine 63, 
Fine 65, Medium 66, Broad 67, Medium Right 
Oblique 75, Medium Stub 70 


SHELL ASSEMBLY 
(Stainless Steel & Plastic) 
(Black 11, only) 
Factory assembled only 


MET All SQUEEZE FILLER 
Stainless Steel, Plastic 


BARREL TASSIES 

Gold electroplated - old style 
without sunburst decal 

Gold electroplated recessed with 
sunburst decal 


75 Pens 
Page 2-A 


PART NUMBER BARREL ASSEMBLIES 


U-135-333 ihK Gold (Presidential) 



^-131-333 Sterling Silver (old style) 

^-235-333 Sterling Silver (new style) 

^-236-333 IhK Gold Filled (insignia) 

^-582-333 22K G.E. P. (insignia II) 

if- 272- 333 22K GEP over Sterling (new style 


Multi-Color IhK. Gold Fill (Regency) 
22K G.E. P. (Imperial) 
Stainless Steel (Flighter) 


^-568-333 


U-559-333 


4.543,31+3 


April 1980 


75 Pens 
Page 3-A 


PART NUMBER 



3-131-013 
3-516-013 



3-189-011 
U-104-390 


aft 

m 

3-I3I-IH 

1^-156-21*8 


CUP (Gold Electroplated) Old Style 
CLIP (Gold Electroplated) Jew Style 


CAP CLUTCH (Stainless Steel) 


INNER CAP (Plastic) 

INNER CAP & BUSHING ASSEMBLY 
(75 Flighter only) 


CLIPSCREW (Gold Electroplated) 
Old Style, without Sunburst Cecal 

CLIPSCREW (Gold Electroplated) 
(Recessed) with Sunburst Eecal 


April 1980 


75 Pens 
Page 4-A 


PART NUMBER CAPS 



3-2W--002 75 Presidential Cuter Cap 

^-285-180 75 Presidential Cap Assembly 



4-568-180 Multi-Color IkK Gold-Fill 

(Regency) Cap Assembly 



3-235-002 

Sterling Outer Cap 

4-636-1B0 

Sterling Cap Assembly 

3-236-002 

Insignia (l4K Gold Filled) Outer Cap 

4-639-180 

Insignia (l4K Gold Filled) Cap Assembly- 

3-582-002 

Insignia (22K G.E.P.) Outer Cap 

4-582-180 

Insignia (22K G.E.P.) Outer Cap 

3-272-002 

Vermeil (22K G.E.P. on Sterling) Outer Cap 

4-272-180 

Vermeil (22K G.E.P. on Sterling) Cap Assembly 

4-640-180 

Vermeil (l4K G.F. on Sterling) Cap Assembly 



3- 559-002 

4- 559-180 

3- 543-002 

4- 543-180 


Imperial (22K G.E.P.) Outer Cap 
Imperial (22K G.E.P.) Cap Assembly 
Flighter (Stainless Steel) Outer Cap 
Flighter (Stainless Steel) Cap Assembly 


April 1980 


75 Ball Pens 
Page 5 -A 


PART NUMBER 


3-114-1-299 
3-621-299 


TIP EUSHBTG (Plastic) 

All Models except 75 Flighter 

75 Flighter only 


3-620-294 


Spring (Metal) For all Models 


U-256-298 
U-268-298 

4-359-298 
4-543-298 


BARREL ASSEMBLIES 
Presidential (l4K Gold) 
Regency (Multi -Color l8K G.F.) 
Imperial (22K Gold Electroplate) 
Flighter (Stainless Steel) 



4-247-298 
4-248-298 
4-382-298 
4-249-298 

4-273-298 


Sterling Silver (New Style) 

Insignia (l4K Gold Fill) (New Style) 

Insignia II (22K Gold Electroplate) 

Vermeil (l4K G.F. on Sterling Silver) 
(Old Style) 

Vermeil (22K G.E.P. on Sterling Silver) 
(New Style) 


April 1980 


75 Ball Pens 
Page 6-A 


PART NUMBER 


3-516-013 


CLIP 

Gold Electroplated (New Style) 


CLIPSCREW 

Gold Electroplated, with Sunburst Cecal 


RATCHET FRAME ASSEMBLY 
I<-l4l-346 Metal - Plastic 

k-lCQ-3k6 All Models except 75 Flighter 

1+- 5^3-3^6 75 Flighter only 


nil 


3-256-002 Presidential (ikK. Gold) Outer Cap 

1+-4S3-180 Presidential (l*HC Gold) Cap Assembly 

Ij-268-180 Regency (Multi-Color lBKG.F.) Cap Assembly 

3-359-002 Imperial (22K G.E.P.) Outer Cap 

U-359-180 Imperial (22K G.E.P.) Cap Assembly 

3_5l0t-OO2 Flighter (Stainless Steel) Outer Cap 

I4.-5I1I4.-18O Flighter (Stainless Steel) Cap Assembly 


April 1980 


75 Eall Pens 
Page 7-A 


PART NUMBER 



3- 247-002 Sterling (Sterling Silver) Outer Cap 

4- 34l-l80 Sterling (Sterling Silver) Cap Assembly 

3-248-002 Insignia (l4K G.P.) Outer Cap 

U-376-lflO Insignia (l4K G.F.) Cap Assembly 

3- 382-002 Insignia II (22K G.E.P.) Outer Cap 

4- 382-I8O Insignia II (22K G.E.P.) Cap Assembly 

3- 177-002 Vermeil (Old Style) Outer Cap 

(l4K G.F. over Sterling Silver) 
1+-177-180 Vermeil (Old Style) Outer Cap 

(l4K G.F. over Sterling Silver) 

4- 377-180 Vermeil (New Style) Cap Assembly 

(l4K G.F. over Sterling Silver) 

3- 273-002 Vermeil (22K G.E.P. over Sterling) Outer Cap 

4- 273-180 Vermeil (22K G.E.P. over Sterling) Cap Assembly 


April 1980 


75 Mechanical Pencils 
Page 8 -A 


PART NUMBER 


POINT 

3-878-705 Gold Electroplated 


MECHANISM (Metal) 


4-168-937 Old Style 

4-101-937 New Style 


Wttmm 


BARREL ASSEMBLY 

4-168-840 Sterling Silver 

4-101-840 Sterling Silver (Nev Style) 

4-193-840 14K Gold-Filled (Insignia) Old Style 

4-181-840 Vermeil (l4K Gold-Filled on Sterling Silver) 

Old Style 

4-559-840 Imperial (22K Gold Electroplated) New Style 


CLIP (Gold Electroplated) 
3-516-013 New Style 


CLIPSCREW (Gold Electroplated) 
4-157-248 New Style V?/Sunburst Cecal 


3 


CAP LINER ASSEMBLY (Metal) 


4-131-740 Old Style 

4-105-740 New Style 


75 Mechanical Pencils 
Page 9-A 


PART NUMBER 


CAP ASSEMBLY 


4-131-81H 
l*.19l*-81H 
3-131-702 
3-103-702 
I4..559-8IH 

3-559-702 
1^-543-841 


Sterling Silver (Old Style) 
Sterling Silver (New Style) 
Outer Cap only (Sterling) Old Style 
Outer Cap only (Sterling) New Style 
Imperial (22K GEP) Cap Assembly 
Imperial (22K GEP) Outer Cap 
Flighter Cap Assembly 


April 1980 


PART NUMBER 


180 Pens 
Page 1-B 


6-171-805 


NIB ASSEMBLY (All Models) 
Point Sizes: XF/M, F/B, Fine 



4-561-239 


SHELL ASSEMBLY (All Models) 


6-561-801*. 


METAL SQUEEZE FILLER, Stainless Steel, Plastic 
(All Models) 



4-562-333 
4-561-333 


BARREL ASSEMBLIES (Old Style) 

Imperial (22K Gold Electroplate) 
Flighter (Stainless Steel) 



4-462-333 
i4.-46l-333 
4-649-333 


BARREL ASSEMBLIES (New Style) Flared Tassie 

Imperial (22K Gold Electroplate) 
Flighter (Stainless Steel) 
Pucci (Brushed Stainless Steel) 


3-518-013 


CLIP (All Models) 
Gold 


April 1980 


PART NUMBER 


180 Pens 
Page 2-B 


4-561-21*8 
k-606- 248 
3-433-111 

3-649-111 


RIVET for. Imperial & Flighter Models 

Gold (Old Style) 
Gold (New Style) 
Gold (Beehive) 


RIVET for Pucci Model (Gold) 


3-561-011 
3-632-011 


INNER CAPS (All Models) 

Old Style 
New Style 



3- 562-002 

4- 562-180 

3- 462-002 

4- 465-180 

3- 561-002 

4- 561-180 
3-632-002 
U-464-180 


Imperial Outer Cap (Old Style) 
Imperial Cap Assembly (Old Style) 
Imperial Outer Cap (New Style) 
Imperial Cap Assembly (New Style) 

Flighter Outer Cap (Old Style) 
Flighter Cap Assembly (Old Style) 
Flighter Outer Cap (jlew Style) 
Flighter Cap Assembly (New Style) 



4-650-109 
4-650-180 


Pucci Outer Cap & Ring Assembly 
Pucci Cap Assembly 


O 

3-649-306 


SPACER for Pucci Model 


April 198O 


PART NUMBER 


180 Ball Pens 
Page 3-B 


3-141-299 


TIP BUSHING (For All Models) 


in mum 


3-620-294 


BARREL SPRING (All Models) 



4-362-298 
4-317-298 


BARREL ASSEMBLIES 

Imperial f 22K Gold Electroplate) 
Flighter (Stainless Steel) 


3-562-013 


CLIPS 
Gold 


ink* 


4-361-248 
4-157-248 


CLIP SCREWS 
Gold 

Gold Beehive 



4-108-346 


RATCHET FRAME ASSEMBLY (All Models) 


April 1980 


ISO Ball Pens 
Page 4-B 


PART NUMBER 



CAP ASSEMBLIES 

3- 362-002 Imperial Outer Cap (22K Gold Electroplate) 

4- 362-180 Imperial Cap Assembly (22K Gold Electroplate) 
4-465-380 Imperial Cap Assembly - New Style (Beehive) 

3- 361-002 Flighter Outer Cap (Stainless Steel) 

4- 36l-l80 Flighter Cap Assembly (Stainless Steel) 
4-464-380 Flighter Cap Assembly - Nev Style (Beehive) 


April 1980 


Floating Ball 
Page 1-C 


PART NUMBER 


4-562-381 
U-565-381 


U-267-189 

i 

3-267-096 


MHMfT. ASSEMBLIES 

Gold - for Imperial 8» Pucci Models 
Chrome - for Slighter GT 



Chrome - for Flighter CT & Special 


BARREL BAND 

For Flighter CT & Special Models Only 



562-323 


BARREL ASSEMBLIES (Old Style) 
Imperial (22K Gold Electroplate) 



4-462-323 
4-432-113 
4-593-3^3 

3- 567-004 

4- 649-333 


BARREL ASSEMBLIES (New Style) Flared Tassie 

Imperial (22K Gold Electroplate) 
Flighter Gold Trim (Stainless Steel) 
Flighter Chrome Trim (Stainless Steel) 
Special (Colors: Black 11, Dark Blue l6, 

Light Blue 04, Red 23) 
Pucci (Brushed Stainless Steel) 


3-518-013 
April 1980 


CLIPS 

Gold - Imperial, Flighter GT & Pucci Models 


Floating Ball 
Page 2-C 


PART NUMBER 


m»j 

RIVETS ( Imperial & Flighter GT Models) 

4-561-248 Gold (Old Style) 

4-606-248 Gold (New Style) 

3-433-111 Gold (Beehive) 

r 

3-649-111 RIVET for Pucci Model (Gold) 


INNER CAPS 


3-561-011 
3-632-011 


Old Style 

New Style - Imperial, Flighter GT & Pucci Models 



3- 562-002 

4- 562-180 

3- 462-002 

4- 465-180 

3- 561-002 

4- 561-180 

3- 632-002 

4- 464-180 

4-267-180 


CAP ASSEMBLIES 

Imperial Outer Cap (Old Style) 
Imperial Cap Assembly (Old Style) 
Imperial Outer Cap (New Style) 
Imperial Cap Assembly (New Style) 

Flighter Outer Cap (Old Style) Gold Trim 
Flighter Cap Assembly (Old Style) Gold Trim 
Flighter Outer Cap (New Style) Gold Trim 
Flighter Cap Assembly (New Style) Gold Trim 

Flighter Chrome Trim/Special Cap Assembly 



4-650-109 
4-650-180 

O 

3-&9-306 


Pucci Outer Cap and Ring Assembly 
Pucci Cap Assembly 


SPACER for Pucci Model 


April 1980 


International Classic Pa ll Pens 
Page 1-D 


PART NUMBER 



4-168-298 
4-108-298 
4-110-298 
4.27^-298 


EARREL ASSEMBLIES 

Sterling, Sterling Silver 
Sterling, Sterling Silver (New Style) 
Vermeil, Gold Filled over Sterling (New Style) 
Vermeil, 22K GEP over Sterling (Current Style) 


4-193-298 
4-109-298 


Insignia, Gold Filled 

Insignia, Gold Filled (New Style) 



4-224-298 
4-139-298 
4-526-298 


Imperial, 12K Gold Filled 

Imperial, 22K Gold Electroplated (New Style) 

Flighter, Stainless Steel (New Style) 


3-620-294 


RETRACTING SPRING (Metal) For all Models 


3-141-299 


TIP EUSHTNG (Plastic) For all Models 


April 1980 


International Classic Eall Pens 
Page 2-D 


PART NUMBER 



4-106- 180 
4-147-180 
4-274-180 

4^83-180 
4-145-180 


Vermeil, Gold Filled over Sterling (Old Style) 
Vermeil, Gold Filled over Sterling (New Style) 
Vermeil, 22K GEP over Sterling (Current Style) 

Sterling, Sterling Silver 

Sterling, Sterling Silver (New Style) 



4-107-lflO 
4-146-180 


Insignia, Gold Filled 

Insignia, Gold Filled (New Style) 



4-187-180 

4-526-180 
4-647-380 


Imperial, 22K Gold Electroplated (New Style) 

Flighter, Stainless Steel (New Style) Chrome Trim 
Flighter, Stainless Steel (New Style) Gold Trim 


April 1980 


International Classic Mechanical Pencil 
Page 3-D 


PART NUMBER 


4-168-937 
14-101-937 


MECHANISM - For all Models 
Metal 

Metal (New Style) 


3-878-705 
3-779-705 


POINT - For all Models 

Gold Electroplated 
Chrome 


::::::::x::i:::iltniitit:t:ztxt:tni:tuttittci 


4-101-81+0 
4-193-840 


BARREL ASSEMBLIES 

Sterling, Sterling Silver (Nev Style) 
Insignia, l4K Gold Filled 



4-224-840 
4-105-840 

4-225-840 
4-103-840 


Imperial, 12K Gold Filled 

Imperial, 22K Gold Electroplated (New Style) 

Flighter, Stainless Steel 

Flighter, Stainless Steel (New Style) 


April 1980 


International Classic Mechanical Penc 
Page 4-D 


PART NUMBER 



4-117-841 
4-121-841 

4-193-841 


CAP ASSEMBLIES 

Sterling, Sterling Silver (Old Style) 
Sterling, Sterling Silver (New Style) 

Insignia, l4K Gold Filled 



4-224-841 
4-126-841 

4-225-841 
4-120-841 


Imperial, 12K Gold Filled 

Imperial, 22K Gold Electroplated (New Style) 

Flighter, Stainless Steel 

Flighter, Stainless Steel (New Style) 


April 1980 


50 Pens 
Page 1-E 


PART NUMBER 


FRONT-ENDS 


6-593-805 
6-61+6-805 
6-658-805 


Flighter 

Epoxy (Brown 53) 

Epoxy (Black 12) 


6-56I-80I1. 


CQNVER3CER - For all Models 



BARREL ASSEMBLIES 


^-593-3^3 
2^6- 3^3 


Flighter 

Epoxy (Brown 53> Black 12) 


OUTER CAPS 

3-567-002 Flighter Models 

3-61*6-002 Brown (53) and Black (12) Models 


INNER CAPS/DECAL ASSEMBLY" 

^- 593-209 Flighter & Brown Models - Gold Decal 

24.-658-209 Black Model - Chrome Decal 


April I960 


PART NUMBER 


50 Pens 
Page 2-E 


CLIPS 


3-652-013 Featherless Gold 

3-658-013 Chrome 



CAP ASSEMBLIES 


k-593-180 Plighter - Feathered 

4-651-180 Flighter - Featherless 

4-652-lSO Brovn (53) 

4-658-180 Black (12) 


April 198O 


50 Hooded Ball Fens 
Page 3-E 


PART NUMBER HOODED VERSION 


BARRELS 


3-651-304 
3-652-304 


Flighter 

Epoxy (Brovn 53> Black 12) 


4-111-261 
4-112-261 


BARREL POINT/CONNECTOR ASSEMBLIES 

Flighter and Black Models 
Epoxy (Brown 53) 


3-620-294 


SPRING (Metal) For all Models 


3-651-299 


TIP EUSHENG (Plastic) For all Models 


CLIPS 

3-652-013 Featherless Gold 

3-658-013 Chrome 


April 1980 


50 Hooded Ball Pens 
Page 4-E 


PART NUMBER 


CAP TASSIE/DECAL ASSEMBLY 
Eecals 

3-103-222 Gold - Flighter and Brown Models 

3-104-222 Chrome - Black Model 

Cap Tassie 

3-293-176 All Models 


4-293-3^6 


RATCHET FRAME ASSEMBLY 
All Models 



3-646-302 


OUTER CAPS 

Erown (53) and Black (12) Models 


CAP ASSEMBLIES 

4-651-380 Flighter - Featherless 

4-652-380 Epoxy (Brown 53) 

4-658-380 Epoxy (Black 12) 


April 1980 


PART NUMBER 


50 Plain Ball 
Page 5-E 


PLAIN VERSION 
(Feathered Flighter) 


4-293-298 


BARREL 


3-620-294 


SPRING (Metal) 


3-141-299 


TIP BUSHING (Plastic) 


• 


4-293-3^6 
3-293-002 


RATCHET FRAME ASSEMBLY 
OUTER CAP 


3-103-222 

3- 293-176 

4- 293-180 


Decal - Gold 
Cap Tassie 

Complete CAP ASSEMBLY 


April 1980 


PART NUMBER 


1*5 Pens 
Page 1-F 


6-760-805 
6-16^-805 

6-125-805 


ihK Gold Nib Assembly - Black 11 only - ikK Point 

Sizes: X-Fine 63, Broad 67 & Medium Stub 70 
10K Gold Nib Assembly - Black 11 only* (includes 
10K nib & feed-supplied only as an assembly) 
Octanium Nib Assembly* 
*Point Sizes: Acct. 62, X-Fine 63, Fine 65, 
Med. 66, Broad 67, Medium 
Stub 70, Medium Right Oblique 75 



COLLECTOR SHELL & COLLECTOR ASSEMBLY (Plastic) 

k-lk6-36k All k5 and Arrov pens 

Colors: Black 11, Red 23, Grey 13, Dark 

Blue 16, Green ifl. 
Old Colors: Red 17, Dusty Blue 8l, 

Charcoal 21. 
Arrow Colors: Black 11, Dark Blue l6, Red 2h, 
Grey 75, Blue 76. 


6-56I-80U METAL SQUEEZE FILLER 


BARREL BAND 

3-871-096 All k5 pens w/Gold Trim 

(Gold Electroplated) 

3-873-096 Special 

(Chrome Plated) 

3-760-096 Arrow 

( Chrome Plated) 


April 1980 


^5 Pens 
Page 2-F 


PART NUMBER 



3-86U-175 
3-761-175 
3-57^-175 
3-576-175 

3-864-173 


3.761-3^2 


BARREL TIP 

Plastic (New Style) 
Insignia & Flighter 
Gold 
Chrome 

Barrel Tassie Screw 


- Black 11 only 


BARREL LINER (Plastic) 
Insignia & Flighter 


BARREL 


Assembly - Insignia 

Gold-Filled with black plastic tip 



Assembly - Flighter 

Lustraloy with black plastic tip 


h- 573-3^3 
11-576-3^3 


Flighter Assembly - Gold Tassie 
Flighter Assembly - Chrome Tassie 



3-809-OOlf Standard, Custom & Special (Plastic) 

Colors: Black 11, Red 23, Grey 13, Dark Blue 16, 
Green 18. 

Old Colors: Red 17, Dusty Blue 8l, Charcoal 21. 
Arrow Colors: Black 11, Dark Blue 16, Red 2k, 
Grey 75, Blue 76. 

ADril 1Q80 


k5 Pens 
Page 3-F 


PART NUMBER 


3-811-013 
3-760-013 


CLIP 


Gold Electroplated (Custom, Flighter, Standard) 
Chrome Plated (Special) 


Qui 


3-811-m 

3-146-111 
3-760-m 
3-125-111 



3-760-OH 



3-760-152 


CLIPSCREW 

Gold Electroplated 

Gold Electroplated, Recessed 

Chrome Plated 

Chrome Plated, Recessed 


INNER CAP (Plastic) 


CAP CLUTCH (Metal) 



ii-87U-l8o 
4-270-180 

3-270-002 


CAP 


Insignia & Custom 
Gold-Filled — Cap Assembly- 
Custom GEP Cap Assembly (New Style) 

Gold-Filled — Outer Cap only 
Custom GEP Cuter Cap (New Style) 



4-823-180 

3- 760-002 

4- 760-180 


Standard 8s Flighter Cap Assembly 
Lustraloy with Gold Electroplated Clip 
Standard, Flighter & Special 
Lustraloy — Outer Cap only 
Special Cap Assembly — Lustraloy 
With Chrome Plated Clip 


April 1980 


45 Pens 
Page 4-F 


PART NUMBER 



4-866-180 


4 5 Arrow — Plastic 

Same colors as barrel 3-809-004 


45 LADY 


6-760-805 



Gold Nit Assembly (l4K Gold) Includes Nib & 
Feed - Black 11 only. Supplied only as an 
assembly. Point Sizes: X-Fine 63, Broad 67 

& Medium Stub 70 


4-146- 364 


*C0LLECT0R SHELL, COLLECTOR & 
NIPPLE ASSEMBLY (Plastic 


3-873-096 


BARREL BAND 
Chrome Plated 


3-761-342 


BARREL LINER (Plastic) 

♦Collector Shell Colors: Dark Blue 37, 
Light Blue 38, Black 11 



3-761-175 


BARREL TASSIE (Plastic) 

Black 11, Dark Blue 37, Light Blue 38 
(Chrome Model) 



4-873-343 
Auril 1980 


BARREL (Metal & Plastic) 

Chrome - including Liner & Tassie. Dark Blue 
37, Light Blue 38, Black 11 


PART NUMBER 


k5 IADI 


h5 Pens 
Page 5-F 


3-760-m 


CLIP SCREW (Metal) 
Chrome 


03 


3-760-011 



3-760-152 


INNER CAP (Plastic) 


CAP CLUTCH (Metal) 



4-873-180 


CAP 

*Cap Assembly (Chrome) 

*Colors: Dark Blue 37, Light Blue 38, 
Black 11 


April 1980 


1+5 Pens 
Page 6-F 


PART NUMBER 


k 5 CORONET 


6-125-805 


Octanium Nib Assembly 

Point Sizes: Acct. 62, X-Fine 63, Fine 65, 
Med. 66, Broad 67, Right Oblique 75 



4.11^6-36^ 


COLLECTOR SHELL & COLLECTOR ASSEMBLY (Plastic) 
Black 11 only 


6-561-804 


1 


3-222-096 


3-761-3^2 


METAL SQUEEZE FILLER 


EARREL BAND 

Gold Electroplated 


m 


BARREL LINER 
Plastic 


3-222-175 


EARREL TASSIE 
Gold Electroplated 



4-222-3^3 


BARREL ASSEMBLY 
Anodized Aluminum 

Colors: Black k2, Dark Blue ^3, Grey k5, 
Green kj, Brovn h6, Red HQ 


April 1980 


PART NUMBER 


k5 CORONET 


^5 Pens 
Page 7-F 


3-811-013 


CLIP 

Gold Electroplated 


Ota 

3-811-m 


CLIPSCREW 

Gold Electroplated 



3-760-011 


IMER CAP 
Plastic 



3-760-152 


3-222-002 


CAP CLUTCH (Metal) 
Metal 



CAP 

*0uter Cap 
(Anodized Aluminum) 



4-222-180 


*Cap Assembly (Anodized Aluminum w/Gold 
Electroplated Clip) 

*Colors: Black k2, Dark Blue k-3, Grey ^5, 
Green kj, Brown k6, Red hd 


April 1980 


k5 Ball Pens 
Page 8-F 


PART NUMBER 


3-621-299 


TIP EUSHIKG 

For all metal barreled models 


3-620-29^ 


SPRING 

For all models 


BARRELS 



1^-877-298 
^-837-298 


k5 Insignia (Gold Filled) 
Flighter (Lustraloy) 



1+-755-338 


Custom & Standard (Plastic with gold tip) 

Colors: Black 11, Red 17, Charcoal 21, 
Green 18, Dark Blue 16, Dusty Blue 8l 


U-705-338 


Special (Plastic with chrome tip) 

Colors: Black 11, Grey 13 > Green 18, 

Dark Blue 16, Red 23 
Old Colors: Red 17, Charcoal 21, Dusty 
Blue 81 


U-121-338 Arrow (Plastic with chrome tip) 

Colors: Black 11, Red 67, Dark Blue l6, 

Light Grey 13, Green 18, Bright Blue 35 
Old Colors: Light Blue 51, Light Grey 50 


April 1980 


Eall Pens 
Page 9-F 


PART NUMBER 




/ 1 



CLIPS 

3-838-013 Gold Electroplated 

3-836-OI3 Chrome 


3-146-111 
3-125-111 


4-836-346 


CLIP SCREWS 

Gold 
Chrome 



RATCHET FRAME ASSEMBLY 


CAPS 



4-876-180 


45 Insignia & Custom Cap Assemblies (Gold Filled) 


4-271-180 

3- 836-002 

4- 863-180 
1+-836-180 

4-890-180 


45 Custom Gold Electroplated Cap Assembly 

Lustraloy Outer Cap - 45 Flighter, 45 Special & 

T-Ball Flighter 

Lustraloy Cap Assembly w/Gold Trim - 45 Flighter GT 

Lustraloy Cap Assembly w/chrome Trim - 45 Special, 
& T-Ball Flighter (45 Flighter CT) 

Lustraloy Cap Assembly v/Chrome Clip - Old Style 



4-121-180 


45 Arrow (Plastic v/Chrome Trim). Same colors 
as barrel. 
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45 Mechanical Pencils 
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PART NUMBER ^5 AND ARROW PENCILS 


POINT 

3-693-705 Special & ARROW (Chrome Plated) 

3-811-705 Standard & Custom (Gold Electroplated) 

3-812-705 Flighter & Insignia (Gold Electroplated) 


1 


4-032-937 
4-809-937 


MECHANISM 

45 Pencils (Metal) 

ARROW Pencils (Metal) 


BARREL 

3-666-704 Standard & Custom (Plastic) 


Colors: Black 11, Red 17, Charcoal 21, 

Dark Blue l6, Green 18, Dusty Blue 8l 

3- 809-704 ARROW (Plastic) 

Colors: Black 11, Blue l6, Grey 75, 
Light Blue 76, Red 24 

4- 108-840 Flighter - Lustraloy (with liner) 
4-875-840 Insignia - Gold Filled (with liner) 
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45 Mechanical Pencils 
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PART NUMBER 


45 AND ARROW PENCILS 



4-125-841 
4-109-841 

3-760-702 


CAP (Lustraloy) 

Special Cap Assembly w/Chrome Clip 

Standard & Flighter Cap Assembly 
w/Gold Plated Clip 

Standard, Flighter & Special Outer Cap only 



4-111-841 
3-874-702 


CAP l/lO 12K Gold-Filled 
Insignia & Custom Cap Assembly 
Insignia & Custom Outer Cap only 


I 

p 

AWWY 

1 

m 

/////A 


4-809-841 


ARROW CAP ASSEMBLY (Plastic) 

Colors: Black 11, Blue 16, Grey 75, 
Light Blue 76, Red 24 


CLLP 


3-76O-OI3 Special (Chrome Plated) 

3-811-013 Standard, Flighter, Insignia & Custom 

(Gold Electroplated) 
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k$ Mechanical Pencils 
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PART NUMBER k$ AND ARROW PENCILS 


Qn 


CLIPSCREW 

3-760-Hl Standard & Flighter (Chrome Plated) 

3-811-111 Insignia, Custom, Standard & Special 

(Gold Electroplated) 

3-125-111 Chrome Plated vith Recess 

3-146-111 Gold Electroplated with Recess 


rr 'H 

CAP LINER ASSEMBLY (Metal) 
Old Style 



CAP LINER ASSEMBLY (Metal) 
U-109-7^0 New Style 
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1*5 Mechanical Pencils 
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lj-5 CORONET PENCIL 

CLIPSCREW 

Gold Electroplated 


CAP ASSEMBLY 

Anodized Aluminum w/Gold Electroplated Clip 

Colors: Black k2, Dark Blue k3, Grey k$, 
Green kj, Brovn k6, Red k& 

Outer Cap - Anodized Aluminum 

II u bo - 

MECHANISM 
Metal 


BARREL ASSEMBLY 
Anodized Aluminum 

Colors: Black k2, Dark Blue k-3, Grey 

Green h*7, Brown k6, Red hQ 


POINT 

Gold Electroplated 

Clip - Gold Electroplated 

Cap Liner Assembly 


PART NUMBER 


Big Red 
Page 1-G 



3-104-151 


COLLECTOR SHELL 
Mens and Womens 



4-103-333 


BARREL & TASSIE ASSEMBLY 
Mens (Orange 74) 



4-104-333 


Womens (Orange 74) 



3-142-004 


3-200-004 


Earrel without Barrel Tassie 

Colors: Black 27, Yellow 01, Blue 04, 
White 73, Orange 74, Green 02, 
Red 03. 

Red, White & Blue (83) 



3-101-013 
3-132-013 


CLIP 

Mens 
Mens 


Gold Electroplated 
Chrome Plated 


4-101-240 
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TASSIE & RING ASSEMBLY 
Womens 


Big Red 
Page 2-G 


PART NUMEER 



3-103-iii 


O 

3-10^-111 
3-592-111 


CAP TASSIE 
Mens (Black 11) 


Wcmens (Black 11) 

Wcmens - New Style w/loop 



3-101-011 
3-102-011 


INNER CAP 

Mens and Wamens 
Womens Old Style 



OUTER CAP & BAND ASSEMBLY 


4-142-1C9 


New Style with Chrome Trim 



4-111-180 
k- 592-180 


Womens (Orange 7*0 
Womens (Orange 7*0 



I4.-112-18C 
4- 132- 180 
4-i42-l8o 
k- 200-130 


CAP ASSEMBLY 

Mens (Orange Jk) ■ 
Mens (Orange 7*0 • 
Mens (Orange 7^) ■ 
Red, White & Blue 


With Gold Trim 
With Chrome Trim 

■ With Chrome Trim 

(83) 


- New Style 
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PART NUMBER 


Big Bed 
Page 3-G 



POINT HOUSING 

3-101-256 (for converting Soft Tip to Ball Pen) 



CARTRIDGE ADAPTER 
3-101-350 (for converting Soft Tip to Ball Pen) 


April 1980 


